Safe Esperia 


Accommodation Barge - 9,819 d.w.t. 


Autumn 1983 
(21/10/1983) 
Chief Eng Officer Fawcus F 


3rd Eng Officer Ramsey A.V 
3rd Eng Officer Taylor R.B 
Electrical Officer Wignall |.F 


Spring 1984 
(13/04/1984) 
Chief Eng Officer Willoughby R.S 


3rd Eng Officer Wignall |.F 
3rd Eng Officer Haggerston A 


